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3 it* camp 

4 3 ~ 4 fuel tanks 

5 Gcrap dump 

6 Canal 

7 Now r;orkoho^200 x 75 meters* in January 1950 still without roof 

8 linin' workshop -assembly (?) 

9 Holler house- 150 x 75 meters 
1.0 Sui« -minn pool, 60 x 30 meters 

11 Old Lest stands. 100 x 40 meters 

12 v.’ampressor station, 60 x 30 meters 

13 loading ramp 
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